Message 


From: 

Sent: 

To: 

CC: 

Subject: 

Attachments: 


Renczkowski, Daniel (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/0U=MASSMA1L- 
01/CN=RECiPlENTS/CN=DANiEL.RENCZKOWSKI] 

3/6/2012 6:37:24 PM 

Knasas, Andrius (SUF) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail- 
01/cn=Recipients/cn=Andrius.Knasas] 

Corbett, Kate (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MassMail-01/cn=Recipients/cn=Kate.Corbett] 
Drug Comm v. 

CW 


ADA Knasas - 

Here is the discovery packet that you requested regarding Commonwealth Please feel free to contact 

us if you have any questions. Thank you. 


Daniel Renczkowski 

Forensic Drug Laboratory 

William A Hinton State Laboratory Institute 

Massachusetts Department of Public Health 

305 South street Boston, MA 02130 

voice 617-983-6630 fax 617-983-6625 

daniel.renczkowskitgjstate.iTia.us 


From: Knasas, Andrius (SUF) 

Sent: Thursday, February 23, 2012 5:11 PM 
To: Renczkowski, Daniel (DPH); Corbett, Kate (DPH) 

Cc: Knasas, Andrius (SUF) 

Subject: Drug Discovery: Comm v. 

Hi Daniel and Kate, 

I respectfully submit this request for the following information: 

All documents generated in connection with the drug analysis of the following case: 

V. 

CC#: 

State Lab Certificate#: 

Location: Bird/Ceylon 

Next Court Date: 3/21/2012 Motion 

Date of Incident: 12/16/2011 


Thank you for your prompt attention to this matter. 


Corbett email PRR 009943 











Andrius Knasas 

Assistant District Attorney 

Suffolk County District Attorney's Office 

Roxbury Division of the Boston Municipal Court 

85 Warren Street 

Roxbury, MA 02119 

Ph:(617)396-5638 

Fax: (617) 442-8931 


Corbett email PRR 009944 



